Area Percent / Library Search Report 


Information from Data File: 

-i—i \ nwnnmnRyi'i 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 

Integrator 


Abundance 
i 2500 


Data fixe: 

E;\SYSTEM7\08_21__08\619053 .D 
KAC 

22 Aug 2008 00:51 

BLANK 



In™., °W; . m 7 J° •<» 3M 


Ret. Time 


Area 


Area % Ratio % 


***NO INTEGRATED PEAKS*** 


619053.D 


Thu Dec 23 15:39:42 2010 


Page 1 


Corbett email PRR 008842 














Area Percent / Library Search Report 


Fi 1 e"Name 0 " E^\SYSTEM7\08_21_08\619054 .D 

KAC 

2 2 Aug 2008 1:03 

COCAINE STD 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


54 

DRUGS 

RTE 


Abundance 
] 1200000j 

I 1000000i 

j 800000’ 

; 600000! 

i 

4000001; 
200000 : 


Tlrne--> 2.00 2.50 3430 3. 


TfC: 649054.D 


74 


3.^6 4.oo 4^0 5.bp 5^0 .6^0 &50_ 


7.00 7.50 ~ 8. 0 0 8.50_ J100_9^0. 


Ret. Time 

Area 

Area % 

Ratio % 

4.739 

1154540 

100.00 

100.00 


619054.D 


Thu Dec 23 15:39:45 2010 


Page 1 


Corbett email PRR 008843 






Area Percent / Library Search Report 


me"" £r ° m E:\lYSTES7\0e_21_08\6X9054.D 

KAO 

2 2 Aug 2008 1:03 

COCAINE STD 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 


54 

DRUGS 

RTE 


search Libraries: C. . L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 

Library/ ID 

1 4.74 

C:\DATABASE\SLI.L 

COCAINE 

Abundance 

. ... Average of 47712 to 4.839 min.. 

82 

80* 

i 1 

j 182 

i \ 

go! 

! » 

1 ; 

j l 

i 401 

; 94 ‘ 

i 


CAS# 


Qual 


000050-36-2 99 


42 


20; 


i 51 


!' l 


68 


Abundance 


122 

14, i, 


1 198 

135 152 166 ii ! : 207215 

: - 


272 

244 259 : 282 


303 


I ; ! i °° • !;j !i ! ; : 135 m ; WfZiO ep. ,, >T r.-1 .••• "I • 

Lfe.-. 0 WMrSiftdrt ^ 2 rablii 2 loj 6 ^ 0 ^ 02 k 290 ^> 

8 ? 


«29: COCAINE 


80! 


60 : 


40 ; 

20: 42 


94 


105 


51 « !;? ; 1M ,» >“ j i 21 

,0" 50'60” Vo S' 00 Sipl’.O 1» 130 M0 iso' .60 170 .80 190 200 210 


m/z~> 


0 . .. 


122 

• . 114 


182 

i 


135 152 166 


198 


214222 244 259 


272 


303 


rtffi 


619054.D 


Thu Dec 23 15:39:46 2010 


2& 230 240_250 260 270 260 290 300 
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Corbett email PRR 008844 




















Area Percent / Library Search Report 


Information from Data File: n 

File Name : E:\SYSTEM7\08_21_08\619055.D 

Operator : KAC 

Date Acquired : 22 Aug 2008 1:16 

Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


BLANK 

DXF 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


619055.D 


Thu Dec 23 15:39:51 2010 


Page 1 


Corbett email PRR 008845 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E: \SYSTEM7\08_21_08\619061 .D 
KAC 

22 Aug 2008 2:32 

BLANK 
DXF 
2 

DRUGS 

RTE 


abundance 
2500 i 


TiC: 619061.D 



■Time— > ° 2.00 2.50 3.00 3A0 4.00 4.50_ 5.00 5.50 6.00 6.i)0 7.00_7.50 8.00 8.50 9.00_9.J50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


619061.D Fri Dec 24 09:56:11 2010 Page 1 


Corbett email PRR 008846 
















Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


Data brie: 

E:\SYSTEM7\08_21_08\619062 ,D 

KAC 

22 Aug 2008 2:45 



TIC: 619062.D 


Abundance 


25000001 


20000001 


: 1500000^ 

j j 

2.29 

: 1000000' 

| 500000 

! A 

j 

2.051 
[ 3-33 

Iinie-> 

2.00 2.50 3.bo 


4(74 


4 lo i j5'.boT5.5T"6^ ' aio J.00.1 7.50. '8J0 8> >«>_ 9.60' 


Ret. Time 

Area 

Area % 

Ratio % 


2.054 

2.287 

2.335 

4.744 

473804 

945373 

136486 

2704236 

11.12 

22.19 

3.20 
63.48 

17.52 

34.96 

5.05 

100.00 



619062.D 


Fri Dec 24 09:56:14 2010 


Page 1 


Corbett email PRR 008847 







Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data me: , ^ _ 

E :\SYSTEM7\08_21_08\619062 .D 

KAC 

2 2 Aug 2008 2:45 

DXF 
62 

DRUGS 
RTE 


search Libraries: C:\DATABASE\SLI.j-! 

Search Liorax C: \DATABASE\PMW_T0X2.L 

C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


2 0 5 C : \DATABASE\PMW__T0X2 . L 

Cocaine-M/artifact -H20 

Metipranolol-M/artifact AC 
MDA-M (desmethylenyl-methyl ■ 


Minimum Quality: 90 
Minimum Quality: 90 


ME 


Abundance 


Average of 21022 to 2.118 min.. 6190821D (-) 


CAS# 

Qual 

000000-00-0 

96 

oooooo-oo-o 

38 

@ 000000-00-0 

37 

1$2 



80 
601 

40 i 

i 

20 ; 


42 


82 


51 


57 


67 77 




122 


94 


106 


152 


131 


181 ! 


138 i 166 

147 Mi | 

, Trrrf 4H tf T TTT ) Tf , TT.-j4f«TT' 


m ,A-> 40 45 50 55 60 65 70.75 80 .85 90 

_— -.- - — #3574: CocainlFWarlifact -820 P75J 

Abundance 


80 ! 


60 


40i 


181 


20 


82 


122 


94 


106 


138 


166 




619062 ,D 


Jo 45 50 S5 60J& W 75jS6' % . 90 95 100105110115120125130 135 
Fri Dec 24 09:56:14 2010 


140 145 l£o 155160 165J70J75 _l5p 185 
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Corbett email PRR 008848 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\0 8_21_0 8\619 0 6 2.D 
KAC 

22 Aug 2008 2:45 


62 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


2.29 C:\DATABASE\PMW_TOX2.L 

Cocaine-M (methylecgonine) 
Cocaine 

Cocaine-M (methylecgonine) AC 


007143-09-1 93 
000050-36-2 38 
000000-00-0 9 


Abundance 


80 


82 


Average of 2h2?5 io 2.319 min.: 619062.D (-) 


96 


60 

40; 42 

i 1 

20 ! 


55 


m/z-> __ 

Abundance 

80 i 
60! 

1 

40 


ih 47 i! 

68 ji 

hi 62 ; ; ,74 , ; i]]j 

i j 

i j i! 

L 89 j_u 

112 

106 , 

122 128 134 

140 

155 

Eii.. 

168 

182 199 

j 207 

180 190 ’ 200 

l i i 

0 50 

60 70 80 

90 100 

110 

'20 130 

140 

150 l60 

170 


82 


IM67: Cocaine-M (methylecgonine) P852 


96 


20! 


0 : 


112 


168 


182 


rn/z-> 40 50 60 70 80 90 100 11C 

619062.D Fri Dec 24 09:56:15 2010 


140 155 j 

) 120 130 140 1 SO 160 170 180 190 


199 


200 
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Corbett email PRR 008849 





























Area Percent / Library Search Report 


Information from Data Fiie. 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


E < ASYSTEM7\08_21_08\619062 .D 

KAC 

2 2 Aug 2008 2:45 

DXF 
62 

DRUGS 
RTE 



search Libraries : C, . L 

c:\DATABASE\NIST98.L 

Library/ID 


C:\DATABASE\NIST98.L 
Pseudoecgonine methyl ester 
Methylecgonine 

Cyclopentylcyclohexane 

— - - 7werage of 2.319 fo 2.414 min.: 619062.0 (4 

8? 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


099189-88-5 91 
007143-09-1 91 
001606-08-2 50 


Abundance 


80: 


60: 

40; 


42 


96 


m/z--> 
Abundance 


20; 

| 

!] 112 




168 

199 

55 

ij 


140 


182 



i ! 

70 

: ■ co : 76 

: | If 106 ; 

120126 
j 133 

j — i- 1 — 

155 

148 , (lj 

170 1&0 1^° 

200 

O' • 

40 

i i 0£. • Y i 

' I'iTT-r r 

50 60 70 BO 

IL-, 

90 10O 110 _ 

120 l5o 

140 

150 160 


207 221 


#5260"fT Pseudoecgonine rnetFTy! esTer 


82 


80 i 


60 


40; 


20 ; 


42 


55 


96 


112 


140 155 


168 182 


j VU j ! j i \££. - i 

^ cl 4 :«r ®: id£ 

Fri Dec 24 09:56:16 2010 Page 


199 

200 210 220 


619062-D 


Corbett email PRR 008850 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


ijata j- j- » 

E:\SYSTEM7\08_21_08\619062.D 
KAC 

22 Aug 2008 2:45 


DXF 

62 

DRUGS 

RTE 


Search Libraries = C: . L 

c:\DATABASE\NIST98.L 


PK# 


RT Library/ID 


4.74 C:\DATABASE\SLI.L 
COCAINE 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


000050-36-2 99 


Abundance 


Average of 4.7T2 to 4.813 mm. : "619062.Df) 


82 


80! 


182 


60! 


40! 


42 


201 


51 


94 


ii ! 


105 


67 


U ! 
li j : • 

li ■ 1: \ 


122 


138 152 166 


198 


208 222 


272 


303 


| |! j ! j | . J j•.{ .] \ WW ; I li t. j. ~ ~ 1 rr'iTT 

U, 

.... — - .-.-.—.... #29: COCAINE 

Abundance g2 


242 253 .280 294 ( j , 

250 2^0 270^2Sy& 30O_ 


80 


60 


40 


20 i 42 


51 


94 


105 


68 


122 


182 


198 


272 


303 


m /z~> 40 50 60 70.80 


Jji i, 114 135 152 166 |j ; 214 244 259 . . t 

gf loo llb^f 130 14C 150 'GC 170 .80 190 200 210 220 230> 250 260 270J80 290 300 


619062.D 


Fri Dec 24 09:56:16 2010 
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Corbett email PRR 008851 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


Abundance 
2500' 

2000 ! 

1500 ; 

i 

1000 ' 
5001 


Data Fixe: 

E: \SYSTEM7\08_21_08\619063 .D 

KAC 

22 Aug 2008 2:58 

BLANK 
DXF 
2 

DRUGS 

RTE 





i v _ _ _ r _.,. 

|rime-> 'grr®: :vr §» / go m 


8.50 9.00 


Ret. Time 


Area 


Area 


Ratio 


***NO INTEGRATED PEAKS*** 


619063.D 


Fri Dec 24 09:56:20 2010 


Page 1 


Corbett email PRR 008852 














Area Percent / Library Search Report 


Information from Data File 

t-i V 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


Abundance 


Data die: t ^ 

E:\SYSTEM7\0 8_21_08\619079.D 

KAC 

22 Aug 2008 6:21 

BLANK 



| i p f ’P <» "f * _ ...... i , — rq- — •' 

Iime->^^00 'SiT ^0 5 ; 00^5,50 M0_ M0. 7.00 


8.00 8.50 91)0 


Ret. Time 


Area 


Area 


Ratio 


***NO INTEGRATED PEAKS*** 


619079.D 


Thu Dec 23 15:40:23 2010 


Page 1 


Corbett email PRR 008853 










Area Percent / Library Search Report 


Information from Data Filej 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 


E:\SYSTEM7\08_21_08\619080.D 

KAC 

22 Aug 2008 6:34 

COCAINE STD 

80 

DRUGS 

RTE 


Abundance 


800000! 


600000; 


TIC: 619080.D 


4174 


! 400000 

| | 

200000 | 

0 


2,Oo”~"2 50~~ 3.00 3tG 4^' 4lO- Q0 sS .e.OO 6,50 JM . 7£ 


.50 


r 8.boT^8.Eo T ^9 ; b{L." 9-bo_1 


Ret. Time 

Area 

Area % 

Ratio % 

4.739 

951554 

100.00 

100.00 


619080.D 


Thu Dec 23 15:40:26 2010 


Page 1 


Corbett email PRR 008854 









Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\08 21 08\619080.D 



Operator 

KAC 



Date Acquired 

22 Aug 2008 6:34 



Sample Name 
Submitted by 

COCAINE STD 



Vial Number 

80 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


4.74 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


so; 


82 


Average of 4.712 io 4.823 niin.: 6f9080.D'(-) 


182 


60 


40: 


20 


94 


42 

IV 

I II Ij i 

51 

Si i; i 


58 j, , 


105 


0 


m/z--> 

Abundance 
i i 

| 80 

60 i 


,,i ; ... ;,,.ipywp, r n fVT' < 

40 _50 60 70 80 90 IQO 110 120 130 140 150 160 170 180 190 200 21 0 220 230 24 0 250 260 270 280 290 300 

#29: COCAINE -----—..... 

8? 


122 
,114,, | 135 


152 


166 


198 


207 222 


272 

244 259 i 280 


303 


182 




94 

40 



j 

20 

42 


j[ 

; ; 

1 51 68 



1 O' 

. 1 :■ : . . Jjif, . J 


W44 

m/z-> 

40 50 60 70 

80 

90 • 


105 


122 


■:.i 114 


135 1 ® 2 166 


198 


214222 244 259 


272 


303 


619080,D 


Thu Dec 23 15:40:26 2010 


Page 2 


Corbett email PRR 008855 






























Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


from Data File: 

E :\SYSTEM4\09_09_08\621120 .D 

ASD 

9 Sep 2008 11:54 

BLANK 




sP 


& 


X 


o 


1 

DRUGS 

RTE 





Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


621120.D 


Thu Dec 23 15:42:51 2010 


Page 1 


Corbett email PRR 008856 












Area Percent / Library Search Report 


Information from Data File: 

File Name 

E : \SYSTEM4\09_09_08\621121.D 

Operator 

ASD 


Date Acquired 

9 Sep 2008 12:Ub 

Sample Name 
Submitted by 

COCAINE 

STD 

Vial Number 

21 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 




. . TIC: 621121.D 

Abundance 
; 1200000 

4 

27 ! 

j 1000000: 



1 i 

j 800000| 



eooooo! 

i ; 



400000 | 

\ 



I 200000; 


'j 

0 C — f . ... ' j . -'-1 • 

ijirne-> 2.00 2.50 3.00 .3.50 4.00. 

4 50 5 00 5 50 6.00 6.50 7.00 7.b0 8.00 8.50 9.00 9.50 . i 

Ret. Time 


Area Area % Ratio % 

4.271 

1093032 100.00 100.00 


621121.D 


Thu Dec 23 15:42:53 2010 


Page 1 


Corbett email PRR 008857 










Area Percent / Library Search Report 


information from Data File: 

File Name 

E:\SYSTEM4\0 9_0 9_0 8\621121.D 

Operator 

ASD 

Date Acquired 

9 Sep 2008 12:08 

Sample Name 

COCAINE STD 

Submitted by 


Vial Number 

21 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C: \DATABASE\NIST98. L 


Minimum Quality: 90 
Minimum Quality: 90 


PKtf 


RT Library/ID 


CAS# Qual 


1 4.27 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


82 


Average oR.249 to 4.376 min : 621121.0 (-} 
182 


80: 


60: 


; 94 


40 



1 1 

! i 

) 

42 1 

:l j | 

;! hi 

20 


i 

55 68 ! 

1 Irili :i j 

j !i | 122 

\ 

\ 0 
Vn/z—> 


i| J If j. 1 

40 60 80 l00_ 120 


303 


152 


166 


198 272 

i 215 242 259 j 288 ’ ^. 

260 


413! 


Abundance 


80 


220 240 260 280 300 320 34 0 360 380 __460 

#29: COCAINE 


8? 


182 


60 


40! 


94 


. 42 


20 ; 4 : 


0 -: 


! . 


55 08 


108 


122 


198 


135 152 16 6 \ 214 244 259 ___ 

00 120 140 160 180 200 220 240 260 280 300 320 340 360 380 4C0 


272 


303 


m/Z"> 40 60 80 100 


621121.D 


Thu Dec 23 15:42 :54 2010 


Page 2 


Corbett email PRR 008858 



































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


Data bile: 

E:\SYSTEM4\0 9_0 9_0 8\621122.D 
ASD 

9 Sep 2008 12:22 

BLANK 
LAG 
1 

DRUGS 

RTE 



°2^" 4.50 5.00 '5.50 #0 *50' ^hn tT» 


onn r 9 00 


Ret. Time 


Area 


Area 


Ratio -6 


***N0 INTEGRATED PEAKS*** 


621122.D 


Thu Dec 23 15:42:57 2010 


Page 1 


Corbett email PRR 008859 


O ; 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\SYSTEM4\09_09_08\621124.D 
ASD 

9 Sep 2008 12:49 

BLANK 
DXF 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


621124.D 


Thu Dec 23 15:43:04 2010 


Page 1 


Corbett email PRR 008860 













Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \SYSTEM4\09_09_08\621125 .D 
ASD 

9 Sep 2008 13:03 


DXF 
25 

DRUGS 

RTE 


Abundance 
1 8000000 


6000000; 


TIC; 621T25.D 


4129 


4000000: 


2000000 


3.51 

I- 


|nme->_ 2-bd' ' 2.50_ 3.66 3.50 .4.00 4j0.&00 5.50 


3.50 6.00 6.50 7.00 7.50 ' ^8.00' 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.512 

4.290 

572171 

9795931 

5.52 
94.48 

5.84 

100.00 


621125.D 


Thu Dec 23 15:43:07 2010 


Page 1 


Corbett email PRR 008861 










Area Percent / Library Search Report 


Information from Data File: _ 

E:\SYSTEM4\0 9_09_08\621125.D 

ASD 

2008 13:03 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J^Sei 

DXF 
25 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

Minimum Quality: 90 
Minimum Quality: 90 


C:\DATABASE\NIST98.L 


PK# 

RT Library/ID 

CAS# Qual 


3 51 C:\DATABASE\NIST98.L , 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole ; 2,3,5,6-tet 006649 23 6 

Imidazo [2,1-b]thiazole, 2,3,5,6-tet 006649 23 6 


97 

97 

96 


Abundance 


Average of 3.486 to 3.629 min.: 621125.D PF 
148 


801 
60 j 


204 


73 


40 




20 


51 

63 

! 89 

[ i 


41 

J 

‘ LI 

j: |" Mj 

u 

m/z~> 

40 

To 

80 


101 121 


176 


111;h ! i ^ „ 1 159 i 187 ;||j_ _ 

or,' 1 20 140 160 180 260 22C 240... 260 280 30( 


281. 365 j 

80 300 320 340 360 


Abundance 


7m636IFImidaz6[2,1-b]lhi3zo!e, 2,37V64efrabydro-6-pFienyl- 
204 

148 T 


801 


60, 


40 


20 i 


101 


73 


51 63 i 


89 


01 


m/z~> 40 60 80 100 


127 ; 

176 ■, 

158 186 ill _ ... - T -. 

120 140 l60 _l80 200 220 240 260 280 300 320 340 


117 


380 


621125.D 


Thu Dec 23 15:43:08 2010 


Page 2 


Corbett email PRR 008862 


























Area Percent / Library Search Report 



Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

E:\SYSTEM4\09_09__08\621125 .D 
ASD 

9 Sep 2008 13:03 



DRUGS 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT Library/ID 


4.29 C:\DATABASE\SLI.L 
COCAINE 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


000050-36-2 99 


Abundance 

I 80’ 

| i 

60; 

i 

i 

; 40 


82 


Averageof'41247 to 4.306 inIn.: 621125.D (-) 
182 


94 


y 


105 


20’ f 


I 11 i i 


51 


68 i 


0 


m/z--> 40 

Abundance 


80 


!, i 122 I. 198 

j| I v-h 140 152 166 I ' 207 216 226 239 249258 

i.. I'M'! I'-u.' «Aa oAn AinoAk’ oAn oln 9An oh 


303 


272 


288 


l 1 | i!j lj'.j 1^13 I 13*1 l*itj • l|^ ■ £\>f 4. ru , i,.-Ti-p-frT 7 ~ ' 

V 80' 90 100 1 ^0 120 130 14^ 1 Ao W 

— — - - — ~ - #29: COCAINE 

8 ? 


182 


601 


40 


94 


105 


2042 


51 


68 


122 


0 

m/z~> 40 


135 152 166 


198 


214222 244 259 


272 


303 


130 . Tn . . , . 

50 60 70 80 90 100 110 120 130 140 1^0 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


621125 .D 


Thu Dec 23 15:43:08 2010 


Page 3 


Corbett email PRR 008863 

































Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
Acquis!tionMeth: 
Integrator : 


Data File: 

E:\SYSTEM4\09_09_08\621126.D 

ASD 

9 Sep 2008 13:16 

BLANK 
DXF 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % 


Ratio % 


***NO INTEGRATED PEAKS*** 


621126.D 


Thu Dec 23 15:43:12 2010 


Page 1 


Corbett email PRR 008864 



















Area Percent / Library Search Report 


Information fron 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 

i Data File: 

E:\SYSTEM4\09_J39_08\621127 .D 

ASD 

9 Sep 2008 13:30 

■BHHiBH 

DXF 

27 

DRUGS 

RTE 

-- 

. - .- — - TIC: 621127.D 

Abundance 

4)29 | 

8000000; 

i ! 

; \ 

\ 6000000; 

] 

|: ; 

1 

i 4000000; 

I 1 

;j j 

h \ 

j 2000000: 

|| 

L-> . 3 .o» ™ s' ] s .w. wz \ 

Ret . Time 

Area Area % Ratio % 

4.289 

11854634 100.00 100.00 


621127.D 


Thu Dec 23 15:43:16 2010 


Page 1 


Corbett email PRR 008865 










Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth: DRUGS 
Integrator : RTF 


!_> ci. CA i. -j- -A. V- * 

E:\SYSTEM4\09__09_08\621127 .D 
ASD 

9 Sep 2008 13:30 


DXF 

27 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2 . L 

C:\DATABASE\NIST98 . L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT Library/ID 

CAS# Qual 

1 

4.29 C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 99 

Abundance 

i 1 

j 

-.- .— "Average of 4.24716 41310 min.. 621127,Dpj 

82 

\ 182 

| 

; so 

| | 
j j 

\ 

\ 

60 

i 

| 

j 

j 40 

1 94 

i, j | 

i 

i 20 

42 ! \ M , 303 



! : ! ;; i 122 

; 55 68 108 


m 


i ; i 

; j ! i'! j 


135 


152 166 


198 


272 


355 


m/z-> 40 60 80_ idO 120 140 i&O 180 200 2', 

- -.- — .. #29; COCAINE 


212 226239 253 ^ 288 ; ^ T ™ - 

220 240 260 260 300 320 340 360 380 400 


440 
420 440' 


Abundance 


80 


60! 


f 

i 


182 


94 


40: 


20 ! 


42 


! 122 

55 68 | " ,|! 108 135 162 166 


303 


nVz~> 40 7 60 8b 100 120 140 160 180 200 2 

62 1127.D Thu Dec 23 15:43:16 2010 


198 272 ! 

I 214 244 259 ; ^. ; Jj_.. ... ... r . T , »• I t i -rt-r-p-- f -'“Hr" n-T-f • • j 

200 220 240 200 280 300 320. 340 360 380 400.420 440; 


Page 2 


Corbett email PRR 008866 



























Area Percent / Library Search Report 


Information from 
File Name ■ 


Data File: 
E:\SYSTEM4\09_09 


08\621128.D 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

9 Sep 2008 


BLANK 

KAC 

1 

DRUGS 

RTE 


13:44 



Ret. Time 


Area 


Area % Ratio % 


***NO INTEGRATED PEAKS*** 


621128.D 


Thu Dec 23 15:43:19 2010 


Page 1 


Corbett email PRR 008867 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\SYSTEM4\09_09_08\621143 .D 
ASD 

9 Sep 2008 17:10 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


621143.D 


Thu Dec 23 15:43:50 2010 


Page 1 


Corbett email PRR 008868 
















Area Percent / Library Search Report 



Information from 
File Name : 
Operator = 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator •• 


Data File: 

E:\SYSTEM4\09_09_08\621144.D 

ASD 

9 Sep 2008 17:24 

COCAINE STD 

44 

DRUGS 

RTE 


Abundance 

1200000 

: 1000000 1 

800000| 

I 600000 1 

400000; 
! 200000 


TfC: 621144.1) 


4127 


0 U|—r—r i "i —~ 


Time--> 2.00 


2.50 ■55o ' T.ijO ' 44)0 ^ 4^0 5.00 Tpo ' 6.00 6.50~" 7.00 7.50 8.00_ 8.50 9.00. 


Ret. Time 

Area 

Area % 

Ratio % 

4.270 

1170101 

100.00 

100.00 


621144 .D 


Thu Dec 23 15:43:53 2010 


Page 1 


Corbett email PRR 008869 


\<0 











Area. Percent / Library Search Report 


Information from Data File: 

; E:\SYSTEM4\09_09_08\621144.D 

: ASD 

: 9 Sep 2008 17:24 

: COCAINE STD 

: 44 

AcquisitionMeth: DRUGS 
Integrator : RTE 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


1 4,27 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


8(1 


8? 


Average of 4.249 to 47371711111.: 621 144.D (-) 
182 


60' 


40' 


| 42 
201 

! S 55 6 V 

5 ij . !.!.?: II 

0 Wii ,)W|> 


94 

! 105 

! 

11 l 

1 ! i 


122 


140 


152 


166 


1 

i 

i. 

198 

i-#rn 

208 


272 


303 


208 223 ; 244 259 _j v 283^ _ y _ ; 


m /z-> 40 50 60 70 80 90 10011012 

82 


341 

ttttt 

340 i 


Abundance 


"#29: “COCAINE" 


80 


60 


40 i 


20 ! 


42 


94 

I 105 


182 


55 68 


0 T 1 


122 

135 166 

- ■ . •,. ,‘,ii’- : 


198 


214 


244 259 


272 


303 


'm/z~> 40 50 60 70 80 90 100 110120130140150 160170 1801902 


621144.D Thu Dec 23 15:43:54 2010 
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Corbett email PRR 008870 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\09_09_08\621145.D 

ASD 

9 Sep 2008 17:38 

BLANK 
KAC 
2 

DRUGS 

RTE 


Abundance 


TIC. 62U45.D 






I I 




.... 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.0O 8.50 9.66 9.50 


Ret. Ti 



***NO INTEGRATED PEAKS*** 


621145,D 


Thu Dec 23 15:43:57 2010 


Page 1 


Corbett email PRR 008871 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\SYSTEM7\lG_03__08\624437 ,D 
DCS 

3 Oct 2008 16:02 / 

BLANK >/ (X ■ 




1 

DRUGS 

RTE 


N 


0 / 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


624437-D Thu Dec 23 15:45:35 2010 


Page 1 


Corbett email PRR 008872 








Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator 


Data File: 

E:\SYSTEM7\10_03_08\624438,D 
DCS 

3 Oct 2008 16:15 

COCAINE STANDARD 

38 

DRUGS 

RTE 


Abundance 
! 800000' 

600000 

400000 

I 2000001 


TfC: 624438.D 


4i73 


Irimo—> ° 2.00 2.50.. 3.00 _3.50" 4 .00 4.50 1_5.00 5.50. 6.00 _6.fe0.' 7.60^7.50^loo 8.50 «M>0_ 9.50 


Ret. Time 


Area 

Area % 

Ratio % 

4.733 


852856 

100.00 

100.00 


624438.D 


Thu Dec 23 15:45:37 2010 


Page 1 


Corbett email PRR 008873 











Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\SYSTEM7\10_03_08\624438 .D 
DCS 

3 Oct 2008 16:15 

COCAINE STANDARD 

38 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 

1 

4.73 C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 

i 

80 

I I 

60; 

40 

20 

| 0 

'm/z-> 40 

Abundance 

| 80 

I 60 l 

; 40 i 


8,2 


Average of 47707 io 4.818 min.: 624438.0 (-} 
182 




* 105 

42 | 


! 1 

i i 

51 67 ! ! 


L | 

~4+. ■ iVtWr-% . 

L lVt-ri"l i i 1 


122 
,114 „ j, 


135 


152 


198 


303 


166 


207 222 242 


272 

260 j 281 


8? 


■#2STCOCAircE 


182 


20 


42 


51 


68 


Q: 


94 

1 105 


122 


303 


114 135 

:- r : A'Wt- !'.•! . . ; 


152 166 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 

624438.D Thu Dec 23 15:45:38 2010 


198 272 | 

I 214222 244_259 , . rrT ., l ,,j i 

180 T5o 200 210 220 230 240 250 200 270 280 290 300 


Page 2 


Corbett email PRR 008874 




























Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E :\SYSTEM7\10_03_08\62443 9 . D 
DCS 

3 Oct 2008 16:27 

BLANK 
MGL 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


624439.D Thu Dec 23 15:45:41 2010 


Page 1 


Corbett email PRR 008875 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\SYSTEM7\10_03_08\624453.D 

DCS 

3 Oct 2008 19:25 

BLANK 
KAC 
2 

DRUGS 

RTE 


jAbundance 
1500! 

1000 

500! 


TiC: 624453.D 


If 




,1 (||f 








,i 

■Time-> 2.00 2.50 3.00 3.&0 4.00 4.50 5.00 5.50 6.00 - 6.50 7.00_7.50 800 8.56 9.60 0.50 j 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


624453.D Thu Dec 23 15:46:37 2010 Page 1 


Corbett email PRR 008876 










Area Percent / Library Search Report 


Information from Data File: 

E:\SYSTEM7\10_03_08\624454 .D 

DCS 

3 Oct 2008 19:38 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

54 

DRUGS 

RTE 


Abundance 

1200000 

1000000I 

800000j 
000000 
4000001 
200000 [ 


TIC: 624454.0 


4'73 


0 , .- 

rrtnio—> 9 00 2.00 3.00 

’ 3.50 4.00 4.50 5.00 

5.50 6.00 

6 50' ' 7.00 7.feo_ 8.00 8 . bo _ 9.00 9.50 j 


Ret. Time 

Area 

Area % 

Ratio % 

4.733 

1210557 

100.00 

100.00 


624454 , D 


Thu Dec 23 15:46:40 2010 


Page 1 


Corbett email PRR 008877 










Area Percent / Library Search Report 


Information from Data File^ 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_03_08\624454 .D 

DCS 

3 Oct 2008 19:38 



54 

DRUGS 

RTE 


Search 

Libraries 

: C:\DATABASE\SLI.L 

C:\DATABASE\PMW _TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 


CAS# Qual 


4,73 


C:\ DATABASE \ S L I .L 
COCAINE 


000050-36-2 99 


Abundance 


80; 


60 


401 


20 


42 


51 


82 


Average OT4.707 fo 4.834 inin.: 624454.0 <-) 
182 


94 


105 


ii 


67 


0 ■ • 

\n!/r-> 40 

Abundance 


80 


,.wiW r , 

50 60 70 


!i !! 

!1 !!. 


122 

; 135143 152 166 


198 


i|| ji| 135143 ' uu || ; 208 222 J. _ 

80 9(f ifo 110 120 mo‘ 140 150 160 1*0 180 l60 260 210 220 230 240 250 260 270 280 2^0 

82 


272 

242 259 i 281 


303 


360 


if29: COCAINE 


182 


60: 


40? 


94 


105 


20 42 


O' 4' 
mfe~> 40 


51 68 


•i.!| 

50 60 70 


122 


114.; • • _. . .. f -r-rr-; i . <"H- \ • , ' ' i 

8 b‘ 90 100 1 10 120 130 140 J 50 160 170 180 190 260 210 220 230_240 250 260 270 280 290 300 

Thu Dec 23 15:46:41 2010 Page 2 


135 152 166 


198 


303 


214222 244 259 


272 


624454 .D 


Corbett email PRR 008878 





























Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by : KAC 

Vial Number : 55 

AcquisitionMeth: DRUGS 
Integrator : RTE 


E: \SYSTEM7\10_03_08\624455 .D 
DCS 

3 Oct 2008 19:51 


Abundance 
; 1400000] 

i i 

1200000 ] 

; ioooooo 
I 800000] 
600000] 
: 400000 

200000 ' 


TIC: 624455.D 


4i73 


0 L -r—f— r— r-i— i~ j j~ i"~: " 

iho 3.50~^ 4.00 T 4.50 5.bo 

5.50 6.bo 

6.50 7.00 1 7.50 8.0o 8.50 .9.00.9.50 .j 


Ret. Time 

Area 

Area % 

Ratio % 

4.733 

1358280 

100.00 

100.00 


624455.D 


Thu Dec 23 15:46:44 2010 


Page 1 


Corbett email PRR 008879 










Area Percent / Library Search Report 


Information from Data Pile; 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \SYSTEM?\ 10__03_08\6244 55 ,D 
DCS 

3 Oct 2008 19:51 


KAC 
55 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST9 8.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

1 

4.73 

Abundance 

— .— - 

80 ; 


\ 

60 


40 


20 

42 


51 , 68 

0 


m/z~> 

40 50 60 70 

Abundance 


80 


j 60 


40 

i 

20 

42 


i 51 68 

; o 

.,•11. •' : " i -' T.'l'I . 

m/z--> 

40 50 60 70 


CAS# 


Qual 


COCAINE 


000050-36-2 99 




Averagaof3T07 to47871mrn7: 624455.0 0) 
182 

i 


94 


105 


122 


198 


303 


' 


272 


135 152 166 | 208 222 244 259.J 281 


8 ? 


#29: COCAINE 


182 


94 


105 

i 

i 


122 


; : ;, T !..:j; i, 114 . i35__ 152 1 ® 6 y 214222 .,.244 259 _ . 

40 50 60 ’Vo 80" 90 100 110 120 130 140 150 160 170 180 190 200 210 220_230 240 250 260 270 280 290 300 


198 


272 


303 


624455.D 


Thu Dec 23 15:46:45 2010 
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Corbett email PRR 008880 





























Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \SYSTEM7\10__03__0 8\6244 56 . D 
DCS 

3 Oct 2008 20:03 

BLANK 
LAG 
2 

DRUGS 

RTE 


Abundance 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* * * 


624456.D Thu Dec 23 15:46:49 2010 


Page 1 


Corbett email PRR 008881 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

E:\SYSTEM7\10_03_08\624459.D 

DCS 

3 Oct 2008 20:41 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


624459.D Thu Dec 23 15:47:39 2010 Page 1 


Corbett email PRR 008882 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_03__08\624460 .D 
DCS 

3 Oct 2008 20:54 

COCAINE STANDARD 

60 

DRUGS 

RTE 


Abundance 
800000| 


TIC: 624460.D 

4)73 


600000; 

; | 

400000! I 

: I 


1 

200000i 

i 


jtime-> 2.00 2,50 3.00 3.50 

4.00 4.50 ' 5.00 

sio' 

' 6.00 

1 6.^0 7.00 ’ 7.bo 8.00 8.50 9.00 9.ko | 


Ret. Time 

Area 

Area 

% 

Ratio % 

4.733 

899705 

100 . 

00 

100.00 


624460.D 


Thu Dec 23 15:47:42 2010 


Page 1 


Corbett email PRR 008883 








Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\10 03 08\624460.D 



Operator 

DCS 



Date Acquired 

3 Oct 2008 20:54 



Sample Name 

COCAINE STANDARD 



Submitted by 




Vial Number 

60 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE \ PM W TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


4.73 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 


99 


Abundance 


80 : 


82 


Average of 4.707 (64.813 mint: 624460.D~IT 
182 


60 


40: 


94 


105 


42 

ii 1r 1 

!! !! i 

I 

51 . 67 

!: Ii ; 

1 i|! | 

122 1 198 303 

: 152 166 i 272 | 

,: , ' 135 ,j ,i|: i 208 222 244 259 281 

WrrrWi s-rrrVf tri « : iftrrri c , .. . > i i rTTTTr r TTl-r|TnnTm' ry•iVi-TV-n-i-i-rT-r-vr-r-r^-r 

iLi , r- r .J t i^i r r'i 1 ^i J h-T+ i 

, , .s.l; ? 

iMl.lii'n.,' 


,bi/z-> 40 50 60 70 80 9'0 100 110 

82 


Abundance 


80: 


60: 


40 


#29: COCAINE 


182 


94 


20 


42 


105 


51 


68 


122 


0 


114. 


135 152 166 


198 


m/z~> U 40 50 60 70 80 90 100 110 120 130 140 150 l60 170 180 190 200 210 220 230 240 250 260 270 280 290 300 




214222 


244 259 


272 


303 


624460.D Thu Dec 23 15:47:43 2010 Page 2 


Corbett email PRR 008884 

























Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM7\10_03_08\624461.D 

Operator : DCS 

Date Acquired : 3 Oct 2008 21:07 

Sample Name : BLANK 

Submitted by : LAG 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance.'.. .. 4 .. TIC: 624461.D 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


624461.D Thu Dec 23 15:47:49 2010 


Page 1 


Corbett email PRR 008885 











